To:  Gray,  David[gray.david@epa.gov] 

From:  Curry,  Ron 

Sent:  Sat  8/8/201 5 2:26:01  PM 

Subject:  Fwd:  Water  Testing  for  Domestic  Wells 


Sent  from  my  iPhone 
Begin  forwarded  message: 


From:  "Flynn,  Ryan,  NMENV"  <Ryan.Flynn@,state.nm.us> 

Date:  August  8,  2015  at  9:24:22  AM  CDT 

To:  "Curry.Ron@epa.gov"  <CuiTy.Ron@,epa.gov>.  "coleman.sam@epa.gov" 
<coleman.sam@epa.gov> 

Subject:  Water  Testing  for  Domestic  Wells 


Ron  and  Sam: 


I appreciate  the  responsiveness  of  Region  6 yesterday  - Region  8 should  take  some  notes 
about  how  you  all  work  with  states. 


That  being  said,  we  still  have  some  issues  we  need  help  with.  The  biggest  issue  is  that  we 
need  to  figure  out  a way  to  provide  free  water  quality  testing  for  residents  with  domestic 
wells.  I am  scrambling  to  get  some  people  up  to  Farmington  on  Monday,  but  the  testing  we 
will  offer  is  limited  to  nitrates,  fluoride  and  iron.  I am  also  concerned  that  we  may  be 
overwhelmed  with  people  looking  to  have  water  tested  and  I will  only  have  about  4-5 
employees  available. 


Can  you  help  provide  testing  for  residents?  What  I would  like  to  do  is  provide  free  testing 
for  the  next  4-5  days  until  the  plume  passes  out  of  the  area  completely.  The  San  Juan 
County  Fair  will  be  going  on  all  week  next  week  so  that  would  be  a good  place  for  us  to  set 
up  some  sort  of  area  to  provide  testing  and  the  County  officials  said  they  will  be  happy  to 
provide  us  space  and  a large  trailer  to  conduct  the  testing.  What  we  need  is  people  and 
testing  capabilities  to  be  present. 


I will  be  available  all  day  to  discuss. 
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Yours  truly, 


Ryan  Flynn 

Secretary  of  Environment 
1190  St.  Francis  Drive 
Santa  Fe,  NM  87505 
(505)  827  - 2855 
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